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Centre:   Portelistas,   19 ;   Catalan Lliga,  n ;   Radicals,  8 ;
Progressists, 6 ; Various, n.
Total, 55.
Right:     C.E.D.A.,  94;   Agrarians,   12 ;   Monarchists,   12 ;
Independents, n ; Traditionalists, n ; Various, 3.
Total, 143.
The C.E.D.A. with 94 Deputies (led by Gil Robles)
was the strongest single unit in the new House ; the
Socialists came next with 85. There were 14 Communists
and 23 Monarchists. Twenty second ballots (results not
yet announced) were necessary. " A.B.C." (Conservative
clerical newspaper) estimated the voting to be : Right,
4,570,000; Left, 4,356,000.
Conservative organs considered that for the Left to have
256 Deputies and the Right 197 on such a vote meant that
the new Parliament could hardly be said to represent the
country. But the fact remained that the Left had scored
a notable victory, based no doubt upon their moderate
manifesto. They gained power strictly in accordance with the
Electoral Laws and the Constitution.
Seiior Lerroux, the veteran Radical chief, was defeated.
Gil Robles failed to be returned in Madrid, his stronghold,
but was elected for Salamanca. Senor Azana was top of
the poll in Madrid. In Catalonia the Left had a notable
success. The Left also won in the south (Cadiz, Seville,
Malaga, etc.), in Asturias, Aragon, Zaragoza, Bilbao,
Valencia, and Murcia. In Castile, Murcia, Navarra, Tene-
rifFe, and the Balearics the Right succeeded.
Senor Portela Valladares, the Premier, resigned on the
I9th February, and Senor Azana proceeded to form a
Cabinet
On the same day Senior Azaiia's new Government was
announced as follows: